Section 104 (a) Citation No. 2076870, March 21, 1983,
cites a violation of 30 CFR 77.1710-(i) , and the condition
or practice is as follows:

The caterpillar 966 frontend loader,
company no. 314, equipped with a ROPS
operating in pit 004-0 was not equipped
with seat belts for the operator to
wear.  This loader is operated up and
down an incline going in and out of the
pit where there is a danger of it
overturning.

Section 104(a) Citation No. 2076871, March 21, 1983,
cites a violation of 30 CFR 77.1109-(c) (1), and the condition
or practice is as follows:

The D-10 Caterpillar bulldozer, company
no. 818, operating at pit 004-0 was
not equipped with a portable fire
extinguisher,
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Section 104 (a) Citation No. 2007403, May 3, 1983, cites
a violation of 30 CFR 71.101, and the condi-tion or practice
is as follows:

A valid respirable dust sample taken by
MSHA 4/19/83 from the operator's cab of
a Caterpillar D-10 bulldozer operating
in pit 001-1 (cassette # 40399373),
showed a respirable dust concentration
of 1.5 Mg/M^.  This sample was sent to
the Pittsburgh Health Technology Center
for quartz analysis 4/20/83.  The results
of this analysis indicates a quartz precent
[sic] of 18%. Therefore, the operator
was not maintaining the average concentration
of respirable dust in the atmosphere
during each shift to which each miner at
this work position (Designated 001-0, 368)
is exposed at or below a concentration of
respirable dust computed by dividing the
precent [sic] of quartz into the number (10)
ten as required by section 71.101, Title 30,
CFR.

1221in operating condition.
